

The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


OEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 

LIEUTENANT GOVERNOR 

JUOYANN BIG8Y, MD 

SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


02/03/2012 


Kluishbu Mehta 

Assistant District Attorney, Norfolk County 


Dear ADA Mehta, 

Enclosed is the information you requested in regards to Commonwealth vs. 
Included are copies of the foUowmg: 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for samples # 

3. Analysis sheets with custodial chemist’s hand notations and test results. 

4. GC analytical data for sample 

5. GC/Mass Spectral analytical data for samples # 



Aimie Dooklian was the custodial chemist and performed the preliminary testing and net weight for 
this sample. Kate Corbett analyzed the GC/MS data for this sample. 

If you have any questions about these materials, please call me at the number below. 


Smcere^ 



lie Dookhan 
Chemist 

Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6622 


Folk OIG PRR 031021 





PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Execufive Office of Heaiih am! Human Services 
Deparimeni of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


DRUG RECEIPT 


Amherst Hours 

9:00 - 12:00 
1 : 00 - 3:00 



To be completed by Submitter 
Description of Items Submitted 


To be completed by Lab Personnel 
Gross Weight Lab Number 



















PRELIMINARY TEST RESULTS 
RESULTS 

DATE O'^-S- 











Area Percent Report 


Sorted By 
Multiplier t 
Dilution; 
Sample Amount: 


Retention Time 

J 1.0000 

: 1.0000 

: 1.00000 [ng/ul] 


(not used in calc.) 


Do not use Multiplier & Dilution Factor with ISTDs 


Signal 1: FIDl A, 

Peak RetTime Sig Type Area 
# [min] [pA*s] 


Height 

[pA] 


1 1.052 1 BB S 7.06990e4 7.27859e4 1.000e2 


Totals : 


7.06990e4 7.27859e4 


*** End of Report 


DrugLab GC #2 4/5/2011 2:24:39 PM ASD 


Page 1 of 1 


Folk OIG_PRR_031025 













/' 


i^Sy"-.'^CHEM32\l\DATA\SIG1000004.D 
J. heroin STD 

'Nam®' ___ ___=_ 

ASD 

DrugLab GC #2 
4/5/2011 2:29:36 PM 


operator 
/ tnatrument 

/ ,;J^ecCion Date 


'’sequence Pile 

Method 

Last changed 


C;\CHEM32\1\SEQUENCE\DEPAULT.S 
C:\CHEM32\l\METHODS\GEMSCAW.M 
3/9/2011 1:49:11 PM by ASD 


Seq. liine ; 4 

Location : Vial 4 
Inj : 1 

Inj Volume : 1 ^1 







Area Percent Report 

=:=:is;=:si=:=:c==3=;=:=:=i2s = i:=s=s£2s;=:==:as;?:;:=:s==s23 




Sorted By 
Multiplier: 
Dilution: 
Sample Amounts 


Retention Time 
: 1.0000 

: 1.0000 

: 1.00000 [ng/ul] 


Do not use Multiplier & Dilution Factor with ISTDs 
Signal 1: FIDl A, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 

--I--1-1-1 

1 1.065 1 BB S 1.01449e5 8.55957e4 99.77966 

2 8.156 1 BB 224.02466 248.80058 0.22034 


(not used in calc.) 


Totals 


1.01673eB 8.58445e4 


*** End of Report *** 


Drugljab GC #2 4/5/2011 2:59:36 PM ASD 


Page 1 of 1 


Folk_OIG_PRR_031 026 













^(;;fiBM32\l\DATA\SIQ1000014 .D 
' SiANK 


S’■=“= = --' 
pper^tor 
Ijnstrument 

'ictiofi Date 

IHf;'Method 
?• /i^aat Changed 


ASD 

DrugLab GC 
4/5/2011 8: 


#2 

18:36 


PM 


Seq, Line 
Location 
Inj 

Inj Volume 


C:\CHEM32\1\SEQUENCE\DEFAULT.S 
C \CHEM32\1\METH0DS\GENSCAN , M 
3/9/2011 1:49:11 PM by ASD 


14 

Vial 14 
1 

1 /il 





Area Percent Report 


cs = = 


Sorted By 

Retention Time 

Multiplier: 

1.0000 

Dilution; 

: 1.0000 

Sample Amount: 

; 1.00000 ,[ng/ul] 


Do not use Multiplier & Dilution Factor with ISTDs 


(not used in calc.) 


Signal 1: FIDl A, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 

---I--1-1- 

1 1.053 1 BB S 7.52411e4 7.39348e4 1.000e2 


Totals : 


7.5241164 7.3934864 


*** End of Report *** 


OrugLab GC #2 4/5/2011 8:48:36 PM ASD 


Page l of 1 


Folk_OIG_PRR_031027 











FIOT K (SIGIOOOOIS.O) 



1\DATA\SIG1000015 .D 


ASD 

DrugLab GC #2 
4/5/2011 8:53:30 PM 


C:\CHEM32\1\SEQUENCE\DEFAULT.S 
C:\CHEM32\l\METHODS\GENSCAN.M 
3/9/2011 1:49:11 PM by ASD 


Seq, Line 
Location 
Inj 

Inj Volume 


15 

vial 15 
1 

1 jil 


s 

r- 

CO 


O) 

o> 

r-' 

A 

<q 

(0 

o> 

(6 




I 

I 



"~r^ 

10 


15 


20 




JIM 


Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1,0000 

Dilution: : 1,0000 

Sample Amount: : 1.00000 (ng/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal 1: FIDl A, 


Peak 

# 

- „ I 

RetTime 
[min] 

f 

Sig Type 

1_1 

Area 

[pA*s] 

_I 

Height 

[pA] 

_i 

Area 

% 

I 

1 

1 

1.053 

1 

1 

BV 

1 

S 

i 

6.28153e4 

1 

6.96976e4 

87.06885 

2 

1.139 

1 

VB 

s 

9054.08301 

1.28984e4 

12,54995 

3 

3.699 

1 

BB 


25.80680 

32.74217 

0.03577 

4 

6.931 

1 

BB 


18.10347 

24.11078 

0.02509 

5 

7.852 

1 

W 


13,20108 

13.64090 

0.01830 

6 

8.116 

1 

BV 


15.92443 

13,50617 

0.02207 

7 

8.154 

1 

VB 


201.98016 

223.46530 

0.27997 

Totals : 




7,2144464 

8,29035e4 


=as;=:=: 3 


.I- — _■ 







*** End of Report *** 


DrugLab GC #2 4/5/2011 9:23:30 PM ASD 


Page 1 of 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

P:\Q2-2011\SYSTEM 7\04 06 11\780850.D 

Operator 

LAG 

Date Acquired 

6 Apr 2011 22:40 

Sample Name 

BLANK 

Submitted by 
Vial Number 

1 

Acquisit xonMeth 

DRUGS ,M 

Integrator 

RTE 


Abundance TIC: 780850*D\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS* 



780850,D Thu Feb 02 13:42:25 2012 Page 1 


Folk OIG PRR 031029 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2011\SYSTEM 7\04_06_ll\780B51.D 
LAG 

6 Apr 2011 22:52 

HEROIN STD 

51 

DRUGS.M 
RTE 


Abundance TIC: 780851 -D\dafa.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6,391 

868255 

100-00 

100.00 


780851.D 


Thu Feb 02 13:42:29 2012 


Page 1 



Folk OIG PRR 031030 





Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q2-2011\SYSTEM 7\04 06 

11\780851.D 

Operator 

LAG 


Date Acquired 

6 Apr 2011 22:52 


Sample Name 
Submitted by 

HEROIN STD 


Vial Number 

51 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NlSTOSa.L 

C:\Database\PMW_TOX2,L 

Minimum Quality; 80 

PK# RT 

Library/ID 

CAS# Qual 


6 - 39 C:\Database\SLI.L 
HEROIN 


000561-27-3 


99 


Abundance 

80 

60 

40 

20 

0 


43 


Average of 6.348 to 6.571 min,: 780851.D\data>ms (-) 


327 


268 


81 


59 


I , h;l 


94 115 162 

i 128 I I 

i.'.ijUi, iL; 


216 


I, 197 


■41 


253 


369 


310 


284 


298 


fVi'VVj V r. r'i -Vi f V i j i r. . , 

m/2-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


352 


360 


Abundance 


80 

60 

40 

20 

I 

q\4 


4? 


#1: HEROIN 


268 


327 


216 


81 



94 


162 

59 





28 


181 

I I I 

iiui. 

-rTT-r 


-rY'r 



iu ill 

rTTn-TT" 

T-m- 





310 


284 


298 


III If i ! I I 


369 


ILBI 


' 1 ' r-|T.-rr-j~T-f 

m/ 2 -> 40 60 80 100 120 140 160 _ 180 200 220 240 260 280 300 320 340.360 


780851.D 


Thu Feb 02 13:42:30 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F; \Q2-2011\SYSTEM 7\04__06_11\780862 , D 

Operator : LAG 

Date Acquired : 7 Apr 2011 1:10 

Sample Name ; BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS.M 

Integrator ; RTE 


Abundance TIC: 780862.D\dala.ms 



Ret, Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 










Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2011\SYSTEM 7\04_06__11\780863 .D 
LAG 

1:23 

ASD 

63 

DRUGS , M 
RTE 


Abundance TIC: 780863.O\data.ms 



Ret * Time 


Area Area % Ratio % 


1.890 

242355 

23,47 

38.24 

2.732 

156392 

15.15 

24.68 

6.385 

633757 

61.38 

100.00 


780863.D Thu Feb 02 13:44:47 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

F; \Q2-2011\SYSTEM 7\04 06 

11\780863.D 

Operator 

LAG 


Date Acquired 

7 Apr 2011 1:23 


Sample Name 



Submitted by 

ASD 


Vial Number 

63 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLl.L 

Minimum Quality: 80 


C:\Database\NISTOSa.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 

1 1.89 C 

:\Database\NIST05a.L 
Triacetin 

000102-76--1 90 


Triacetin 

000102-76-1 90 


Triacetin 

000102-76-1 90 


Abundance 

80 


Average of 1.858 to 1.916 min,: 780863.D\data.ms {-) 

<3 


60 

40 


20 


m/z-> 


10 




30 


103 


50 62 


40 50 


60 


70 


73 


86 

-T4n 


90 


97 


116 


145 


~r 


131 


158 


100 110 120 130 140 160 160 


Abundance #70185: Triacetin 

43 

80 

m\ 


40 
20 ^ 

15 


28 


103 


, 60 61 73 

1 T r-3--T"7"i”F^1” r 


86 


95 


145 


116 

,aLj22 


159 


m/2..> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 160 .160 


780863.D Thu Feb 02 13:44 147 2012 


Page 2 









Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2011\SYSTEM 7\04_06_ll\780863.D 
LAG 

7 Apr 2011 1:23 


ASD 

63 

DRUGS,M 
RTE 


Search Libraries: C:\Database\SLI,L 


Minimum Quality: 80 



C;\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 

: 80 

PM RT 

Library/ID 

CAS# 

Qual 

2 2.73 

C:\Database\NIST05a.L 




Acetamide, N-{4-hydroxyphenyl)- 

000103-90-2 

95 


Acetamide, N-{4-hydroxyphenyl)- 

000103-90-2 

94 


Acetamide, N-{4-hydroxyphenyl}- 

000103-90-2 

93 

Abundance 

Average of 2.700 to 2.832 min.: 780863.b\data.ms (-) 



80 

60 

40 

20 

0 




43 


73 


63 


60 




Abundance 

80 

60 

40 

20 

0 


80 


89 


102 


161 


u J , . ..L ii. oy - 7 “ HJ 129136 144 

t pM' i r j' lM > ■ [11 I'p i y ‘l | 1'hr^4^| ~ ?-x r T y t-T-T- r - p -T ^ - T ^-p-T-t- T - ry^ - r - r T- 7 -^ ? j 

4b 50 60 70 80 90 100 110 120 130 140 150 160 170 1B0 190 200 


207 


#23866: Acelamide, N-(4-hydroxyphenyl)- 
ib9 


43 






80 


53 


63 

■rt^r4-n 


90 


rp 


161 


120 135 


•T"n''F T"T“Ti'r ( f rj I T 1 I i I I 1 I f I 




40 60 60 70 80 90 100 110 120 130 140 160 160 170 180 190 200 


780863.D 


Thu Feb 02 13:44:48 2012 


Page 3 









Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-201l\SYSTEM 7\04_06_ll\780863.D 

Operator : LAG 

Date Acquired : 7 Apr 2011 1:23 

Sample Name : 

Submitted by : ASD 

Vial Number : 63 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__TOX2,L 

PK# RT Library/ID CAS# Qual 


3 6.39 C:\Database\SLI.L 

HEROIN 000561-27-3 99 


Abundance Average of 6.348 to 6,470 min,; 780863.O\dala.ms (“) 



4 & 


80 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 2B0 300 320 340 360 




Folk OIG PRR 031036 

















Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-2011\SYSTEM 7\04_06_ll\780B69,D 
LAG 

7 Apr 2011 2:37 

BLANK 

2 

DRUGS . M 
RTE 


Abundance TIC: 780869.D\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


780869.D 


Thu Feb 02 13:43:52 2012 


Page l 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

F:\Q2-2011\SYSTEM 7\04_06_ll\78a870.D 
LAG 

7 Apr 2011 2:50 

HEROIN STD 

51 

DRUGS . M 
RTE 


Abundance TIC: 780870.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6.391 

1009849 

100.00 

100.00 


780870.D Thu Feb 02 13:43:56 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F;\Q2-2011\SYSTEM 7\04 06 

11\780870.D 


Operator 

LAG 



Date Acquired 

7 Apr 2011 2:50 



Sample Name 

HEROIN STD 



Submitted by 




Vial Number 

51 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: Ci\Database\SLl,L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_T0X2.L 



PK# RT 

Library/ID 

CASiJ 

Qual 


1 6.39 C;\Database\SLI.L 

HEROIN 


000561-27-3 


99 


Abundance 

80 

60 

40 

20 


4.3 


Average of 6.343 to 6.550 min.: 780870.D\dala.ms (-) 


268 


32? 


81 


59 




115 162 


204 


94 ] 

28 




ill 


174 




226 , 


.1 „ j 238 253 


310 


284 


296 


369 


341 354 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance 

80 

60 

40 

20 


#1: HEROIN 


268 


327 


215 


81 


59 , 

1 iiIi'LliI. Jill, n 


94 


116 146 


128 


162, 


174 

!i ll I i 


2p8 ^ 253 


310 


284 


298 


369 


341 


-Y-T-T^T-t-t~T "r - t" T ’"p ! "ri - ' -i‘- Y ~ v ~ r ‘-t-T-y-T-T-^T" Y ~ yrY n‘'^-] " T-r-T~T'j'rnnrirj‘'r'-' r -'i' " i'-'j' " i'''' r ! “ r '' pt n i ' } i t i- ii' i i I' -f > t i i [ i i i i j--T-rT"r-p 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


780870.D 


Thu Feb 02 13:43:56 2012 


Page 2 
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